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SUBJECT: AAI GAS GRENADE MALFUNCTIONS 
FOR RSO'S FROM A/SY/FO 

1. SY/FO HAS BEEN INFORMED THAT ADDRESSEE POSTS HAVE 
EXPERIENCED MALFUNCTIONS WITH AAI GAS GRENADES. IN AN 
EFFORT TO DETERMINE CAUSE OF PROBLEM, REQUEST FOLLOWING 
INFORMATION: 

A. HOW MANY MALFUNCTIONS HAVE OCCURRED? 

B. WAS MALFUNCTIONING GRENADE HAND HELD OR LAUNCHED? 

C. WAS TIMER SET ON 2 OR 5? IF TIMER WAS NOT SET DIRECTLY 
ON EITHER 2 OR 5, MALFUNCTION COULD OCCUR. 

D. IF POSSIBLE, PROVIDE SERIAL NUMBER OF MALFUNCTIONING 
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GRENADE OR LOT MARKINGS FROM CASE. 
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2. PLEASE ADVISE SY/FO IF ADDITIONAL MALFUNCTIONS OCCUR. 
KISSINGER 
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